USDA 



Barbara K. Crick 
Crick’s Kennel 
46785 828th Road 
Burwell, NE 68823 


CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) 
(AW A), as described below. 


Date of Violation: May 21, 2014 

9 C.F.R. § 3.10 Watering. If potable water is not continually available to the 
dogs and cats, it must be offered to the dogs and cats as often as necessary to 
ensure their health and well-being, but not less than twice daily for at least 1 hour 
each time, unless restricted by the attending veterinarian. 

You failed to provide water to the dogs in your facility as often as 
necessary. On the above date, APHIS observed empty water 
receptacles in two of the south outdoor enclosures. When given water, 
one dog drank vigorously non-stop for over five minutes, another for 
over three minutes, and the other two did the same for over two Vi 
minutes. Inspection of these enclosures occurred at approximately 
12:30pm, and the last time the dogs had been offered water was 
between 2:00pm and 6:00pm the previous day. 

The penalty for the alleged violation(s) described above is $821. 
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